BEAUTIFUL HOBART 


| VIEWS 


J.C.BREADEN 





H. JONES & Co. Pty. Ltd. 


MANUFACTURERS d's 


OF THE 


WORLD-FAMED I.X.L. JAMS 


Fruit Canners, Processors of Berry Fruit Pulps, Solid Pack Apples, Etc. 


Hop Factors. Tasmanian Hardwood Timbers 


TASMANIA'S FOREMOST 
APPLE EXPORTERS: 


"Rostrevor," "Clifton," 
"Pinnacle," "Beautiful Isle," 


"Sunny South," "'B.P.,"" "Fruitvale" 


and other leading brands. 


SHIPPING AGENCIES: 


FEDERAL STEAM NAVIGATION CO, LTD. 


MANAGING AGENTS: 


. Vessels) Tasmanian Apple orators 
NEW ZEALAND SHIPPING CO, LTD pple Evap 


OCEANIC STEAMSHIP CO,, MATSON LINE Association, 
AMERICAN & AUSTRALIAN LINE 

AUSTRALIAN pe dally co, LTD. f C 
SWEDISH AUSTRALIAN LINE i 

MONTREAL AUSTRALIA N.Z. LINE LTD. Austra jan ommonwealth 
AUS-CHINA LINE LTD. Carbide Co. Ltd. 
BURNS PHILP CO. LTD. 

BLUE FUNNEL LINE—AUST. STRAITS 


Chief Agents (Hobart):ALLIANCE ASSURANCE CO. LTD. 
H. JONES & CO. PTY. LTD. (old wharf) HOBART 


LONDON OFFICE: F. W. MOORE & CO. LTD., Clarence House, 8 Arthur Street, E.C.4. 


HOBART and MT. WELLINGTON 
FROM BELLERIVE 


Mt, Wellington, 4,166 ft. above 
sea love 


Hobart and Suburbs, 
64,480 inhabitants. 


HOBART \'HARVES 


Largest shios afloat can berth 
without aid. 
Lt ft, water high tide. 

60 ft, wat: lew tide at Ocean 
Pier. 

picture there are seven 

all merchant ships. 

Total tonnage is over 62,000 
tons. 





MT. WELLINGTON 
and 
HOBART 


ELECTROLYTIC ZINC WORKS, RISDON 
Over 200 tons of 99.9% pure zinc produced every 24 hours 


ELIZABETH STREET, HOBART 





Top left: 
G.P.0., HOBART 


Top right: 


VICTORIA DOCK, 
HOBART 


Bottom left: 


LADY FRANKLIN 
MUSEUM 


Finest example of 
Grecian architecture 
in Southern Hemi- 
sphere 


Bottom right: 


BROWN'S RIVER 
Very good bream 
fishing here. 
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ST. DAVID'S CATHEDRAL, 
FROM FRANKLIN SQUARE! 


¢ 


THE SHOT TOWER, 
| BROWN'S RIVER ROAD 1 


Chilled shot was made in this 

f . © tower and sold in hardware 

: stores in Tasmania. Height, 
- ee 1 160 feet. 


Top left: 
MACQUARIE STREET, HOBART 


Left centre: 
SANDY BAY BEACH 


Bottom left: 
PARLIAMENT HOUSE, HOBART 





Top: BRIDGE, A.D. 1838, AT EAST RISDON. 
Bottom: R“JGEWAY RESERVOIR, HOBART 


Copecity, 300 million gallons. 


‘i te 


Top: UNIVERSITY, FROM THE DOMAIN, HOBART. Bottom: HOBART, FROM MT. NELSON. 





FIVE VIEWS OF AND FROM 
PINNACLE ROAD, MT. WELLINGTON 


The Pinnacle Road took two-and-a-half years 10 build of 
a cost of twenty-six thousand pounds, 

ployed relief workers, From G.P.O. 

14 miles. 








Top left: COLLINSVALE Top right: ADVENTURE BAY, BRUNI. ISLAND 
lt was here that Captains Cook and Blyth 

Bottom lefi: THE WATCHMAN, landed and got fresh water in A.D. 1777. 

FLUTED CAPE, BRUNI ISLAND. i 

Bottom right: GREAT LAKE DAM, MIENA. 

Great Lake Dam is one of the longest multiple 
arch dams in the world. From the Great Lake 
comes the water for the Shannon and Wadda- 
mana hydro-electric power stations, and it is 
also world famous for its trout fishing. 








Top left: GOVERNMENT HOUSE, HOBART. Bottom right: MT. WELLINGTON, FROM HUON ROAD, 
Bottom left: MT. WELLINGTON, FROM SPRINGS HOTEL. Top right: SILVER FALLS, FERN TREE, HOBART. 





MACQUARIE PLAINS 


RUSSELL FALLS 


HORSESHOE FALLS, NATIONAL PARK 


HOP-PICKING, MACQUARIE PLAINS. 





PANORAMA OF NEW NORFOLK, FROM PULPIT ROCK. 


PANORAMA OF HOBART AND THE 





FAMOUS FOR: HOPS AND APPLES. 


DERWENT ESTUARY FROM THE SPRINGS, 





iii) IHRE 





OUS TASMANIAN HUON APPLES ARE GROWN. 





VIEW AT SALMON PONDS, 
PLENTY, 


The main halchory for supplying 
and king the streams and 
lokos af Tasmania with trout. 


TOP FALL, 
RUSSELL FALLS, NATIONAL PARK 





Top: RUSSELL FALLS, NATIONAL PARK. 
Bottom: RIVER DERWENT AND PLENTY BRIDGE, 


Top: LADY BARRON FALLS, NATIONAL PARK. 
Bottom: POPLARS AT SALMON PONDS, PLENTY. 





Top: THREE VIEWS IN HASTINGS CAVES. 
Bottom left: DOVER, Bottom right: SOUTHPORT BEACH 
Adamson's Peak Mountain in background. Good beaches and fishing. 





MT. WELLINGTON WITH WREST POINT IN FOREGROUND 














! Wee, 


THE HOBART BRIDGE FROM MONTAGU BAY. 





Top : ST. JOHN'S CHURCH, BUCKLAND. 
In this church is erected @ very rare stained glass 
window, "St. John the Baptist of Salome," buried 
during the suppression of monasteries by Thomas 


Cromwell, Earl of Essex, in the year 1536, in 


Hatfield ‘Church,- England. 


Bottom : SORELL CAUSEWAY. 





Top : RICHMOND BRIDGE, TAS., A.D. 1823 
The oldest convict-built bridge in Australia. 


Bottom : PROSSER RIVER, ORFORD, TAS. 


Top left: AT THE BLOW HOLE, EAGLEHAWK NECK. 


Bottom left: TESSELATED PAVEMENT, EAGLEHAWK NECK. 
Top right: PIRATE'S BAY, EAGLEHAWK NECK. 


Right centre: ISLE OF THE DEAD, PORT ARTHUR. 
1,769 buried here, mainly convicts. 


Bottom right: REMARKABLE CAVE, PORT ARTHUR. 
















CHURCH, PORT ARTHUR 


Top: CHURCH, PORT ARTHUR 
One of the few in Australia that had 
13 spires. 

Bottom: PENITENTIARY, PORT ARTHUR. 


Capable of accommodating 657 men in 
separate cells and dormitories. 


ARCHES IN CHURCH, 
PORT ARTHUR, 


MODEL PRISON 


PORT ART! 


POWDER MAGAZINE, PORT ARTHUR 


STEPS, PORT ART! 





PORT ARTHUR. 


EAGLEHAWK NECK. 
Across the Neck was 
kept chained a line of 
savage dogs,and it was 
also closely guarded by 
the military. 





TASMAN'S ARCH, EAGLEHAWK NECK, TAS. 
Approximately 250 ft. deep from look-out to the water. 


Top right: DEVIL'S KITCHEN, EAGLEHAWK NECK, TAS. 


BLOW HOLE, EAGLEHAWK NECK, TAS. 





TASMANIA 


Hydro-Eléctric Commission layout 
of Main Power distribution system 
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TASMANIA 


HYDRO-ELECTRIC 
DEVELOPMENT 


The Hydro-Electric 
Commission's Works 
comprise:— 


Shannon Station 
Capacity - - 10,500 kw, 


Waddamana "A" Power 
Station 


Capacity - - 49,000 kw. 


Waddamana "B" Powor 
Station 


Copacity - - 48,000 kw, 


Torraleah Power Station 
Copacity - ~ 75,000 kw, 


Butler's Gorge Power 
Station 


(under construction) 
Capacity - - 11,600 kw. 


Transmission Lines 


$8,000 V. and 110,000 V. 
941 miles 

44,000 V. to 2,200 V. 
2,388 miles 


Great Lake Dam 
Multiple-arch type 
7 arches 
Total length, 1,080. fost 
Height, 40 ft, ebove sill 


Clark Dam 
Single arch Concrete 
Total crest length 
1,110 feet. 


Height above 
foundations, 200 foot. 











